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in all sizes to discharge in any one or two angles to suit all condi-
tions of application.    A very simple solution to an otherwise diffi-

FIG.  107.    PULLEY DRIVEN STEEL
PLATE FAN.

FIG. 108.   SPECIAL DISCHARGE FAN
WITH DOUBLE ACTING ENGINE.

cult problem is often found by using a special double discharge
fan (Figs. 107, 108, 109).

FIG. 109.   MOTOR DRIVEN STEEL PLATE FAN.